110     DOCKETED ITEMS

-9203190280 Requests for public comment on NRC statement of policy for nuclear
power plant license renewal.

LEONARD.J.D. Long Island Lighting Co. 87/01/30. CHILK.S.J. Office of the Secretary
of the Commission. 7pp. 61133:106-61137:329.

9203250211  Responds to  920224  request for review of proposal  by constituent
Timpson.to give facility to Commonwealth of independent states.
TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/03/18. SHAYS.C.
House of Rep. 4pp. 61092:323-61092:329.

-9203250215 Forwards Itr from J Timpson suggesting facility be given to energy offi-
cials in Commonwealth of Independent States.

SHAYS.C. House of Rep. 92/02/24. CARR.K. Commissioners (Post 750119). 3pp.
61092:327-61092:329.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - lOCFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9203170372 Partial response to FOIA request for documents.Forwards App B
documents.App B documents also placed in PDR.Review of addl records sub] to re-
quest still ongoing.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063.

-9203180494 Discusses M Malsch visit for gathering info on sociological studies of TMl
accident & matls on regulation of environ impact of nuclear facilities & info on Shore-
ham reactor case for Congressman Feldman.

CHAMBERLIN.J.W. U.S. Embassies. 88/07/07. UPSHAW.W. NRC - No Detailed Affili-
ation Given. 1p. 61213:302-61213:302.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G, Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203030096 Forwards "Semiannual Radioactive Effluent Release Rept for Jul through
Dec 1991" & Rev 18 to 4170002, "Shoreham Nuclear Power Station Unit 1 ODCM."
LEONARD.J.D. Long island Lighting Co. 92/02/27. Document Control Branch (Docu-
ment Control Desk). 1p. 60787:001-60787:282.

-9203030115 Rev 18 to 4170002, "Shoreham Nuclear Power Station Unit 1 ODCM."
* Long Island Lighting Co. 91/08/07. 200pp. 60787:078-60787:282.

9203060342 Discusses transfer of facility from LILCO to Long Island Power
Authority.Add! time needed to fully explore ramifications of possible return of license
to LILCO responsibility at undeterminate time in future.

MURLEY.TE. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/
28. LEONARD.J.D. Long Island Lighting Co. KLIMBERG.S.B. Long Island Power Au-
thority. 5pp. 60839:001-60839:014.

-9203060355 Supplements & modifies 920228 Itr re transfer of facility license from

LILCO to Long Island Power Authority.Order approving license transfer encl.
BROWN.S.W. Non-Power Reactors, Decommissioning & Environmental Proj. Dir.

(Post

901216). 92/02/29. LEONARD.J.D. Long Island Lighting Co. KLIMBERG.S.B. Long
Island Power Authority. 4pp. 60839:007-60839:010.

-9203090375 Order authorizing transfer of license NPF-82 from LILCO to Long Island
Power Authority.

MURLEYT.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/
29. Long Island Lighting Co. 4pp. 60839:011-60839:014.

9203270256 Staff requirements memo re SECY-92-041, "Shoreham Nuclear Power Sta-
tion License Transfer."

CHILK.SJ. Office of the Secretary of the Commission. 92/03/05, Office of the Secre-
tary of the Commission. 1 p. 61111:210-61111:210.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW J G Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW J.G Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203200170 Notification of 920323 meeting w/util in Rockville.MD to discuss views on
decommissioning process,50.59 matters & license transfer contingency plan.
BROWN S W Non-Power Reactors, Decommissioning & Environmental Proj, Dir. (Post
901216)'92/03/16. MURLEYJ, MIRAGLIA.F., RUSSELL,W. NRC- No Detailed Affili-
ation Given. 6pp. 60991:001T60991;006.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-

ROS^I.aE^ Division 8of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI?CE. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015. "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203160094 Forwards safety insp rept 50-322/92-01 on 920218-21.No violations or de-
viations noted.

JOYNER.J.H. Region 1 (Post 820201). 92/03/04. LEONARD.J.D. Long Island Lighting
Co. 7pp. 60911:108-60911:121.

-9203160109 Safety insp rept 50-322/92-01 on 920218-21.No violations noted.Major
areas inspected:mgt controls.implementation of radiological effluent TS & implementa-
tion of radiological environ monitoring program.

KOTTAN.J.,   BORES.R.   Region   1    (Post   820201).   92/03/03.   6pp.   60911:115-
60911:121.

9203200068 Forwards security insp rept 50-322/92-02 on 920220.No violations noted.
JOYNER.J.H. Region 1 (Post 820201). 92/03/12. LEONARD.J.D. Long Island Lighting
Co. 6pp. 60970:135-60970:143.

-9203200072 Insp rept 50-322/92-02 on 920220.NO violations noted. Major areas
inspected:security program plans.mgt support, protected area physical barriers & de-
tection aids & protected area access control of personnel.

LIMROTH,D.F.t KEIMIG.R.R. Region 1   (Post 820201).  92/03/11. 3pp. 60970:141-
60970:143.

R. Periodic operating reports & related correspondence

9203030096 Forwards "Semiannual Radioactive Effluent Release Rept for Jul through
Dec 1991" & Rev 18 to 4170002, "Shoreham Nuclear Power Station Unit 1 ODCM."
LEONARD.J.D. Long Island Lighting Co. 92/02/27. Document Control Branch (Docu-
ment Control Desk). 1p. 60787:001-60787:282.

-9203030107 "Semiannual Radioactive Effluent Release Rept for Jul through Dec
1991."

*  Long Island Lighting Co. 91/12/31. 76pp. 60787:002-60787:077.

-9203030115 Rev 18 to 4170002, "Shoreham Nuclear Power Station Unit 1 ODCM."

*  Long Island Lighting Co. 91 /08/07. 200pp. 60787:078-60787:282.

9203050172 Forwards fitness for duty program performance data for Jul- Dec 1991.
CALONE.LJ. Long Island Lighting Co. 92/02/28. Document Control Branch (Docu-
ment Control Desk). 5pp. 60823:347-60823:351.

S. Reportable occurrences, LERs & related correspondence

9203240332 Amend 1   to Part 21   rept  159  re  potential defect in power cylinder
liner.lnitially   reported   on   920115.Caused   by   liner/   block   fit   &   localized   mat!
microstructure.AII drawings & specs revised to address mat! design requirements.
GUNTRUM.B. Cooper Energy Services. 92/03/13. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 5pp. 61094:341-61094:345.

9203300199 Part 21 rept re potential failure of Elmwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.Initially reported by util on 911010-Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L  Nutherm  International.  Inc.  92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.

T. Hearing transcripts on non-antitrust matters

9203040340 Transcript of 920226 meeting in Rockville.MD re series of licensing actions
re LILCO decision to terminate operations at facility.

*  Commissioners (Post 750119). 92/02/26. 10pp. 60806:280-60806:289.

U. Congressional/Executive Correspondence

9203120344 Forwards petition from Shoreham-Wading River Central School District &
Scientists & Engineers for Secure Energy challenging shutdown of plantPetition at-
tacks NRC decision to exempt plant from aspects of decommissioning rule.
CORDES.J.F. Solicitor (Post 860701). 92/02/24. BEVILL.T., JOHNSTQN.J.B. House
of Rep., Appropriations. SHARP.P. House of Rep., Energy & Commerce. 17pp.
60930:050-60930:067.
